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02 SEPTEMBER 1981 


DDA/ODP 
SYSTEMS AVAILABILITY SUMMARY 
MONDAY 24 AUG 1981 THRU SUNDAY 30 AUG 1981 


CURRENT WEEK PREVIOUS 90 DAYS 


SYSTEM 24 AUG - 30 AUG) 23 MAY - 23 AUG DIFFERENCE 
BATCH 96.98 98.01 - 1.03 
INTERACTIVE 99.46 97.21 + 225 
GIMS 95.94 96.99 - 1.05 
CAMS 98.65 96.76 ¥ 1589 
OCR-COLTS | 99.27 95.28 * 3599 
OCR-RECON 99.00 95.25 + (3.15 
DDO-STAR 93.82 97.29 - 3.47 
OSWR-TADS 100.00 97.82 * 2.18 


GIMS and DDO-STAR both reported below the goal! of 96 
percent for the week with each application recording outages 
due to hardware and software errors. 


- GIMS experienced 1 hour and 4 minutes of software errors 
and 58 minutes of hardware problems. 


- DDO-STAR had 3 hours and 6 minutes of hardware problems 
(TELEX) and a 2 hour software error. 
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